U.      CONGRESSIONAL/EXECUTIVE CORRESPONDENCE
This category contains correspondence on substantive matters.    Routine responses to constituent inquiries are filed in category H.
1.       Statements and testimony before Congress or before bodies/committees appointed by the Executive or Legislative Branches.
2.       Preparatory and backup documents for item 1.
3.       Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive Branch on other than constituent response matters.
V.      LICENSING OPERATORS AND RELATED CORRESPONDENCE
1.       Operator licenses or administrative information bearing on licensing of operators.
2.       NRC examination results.
3.       Power plant examination summary sheet.
W.     DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE
This file assumes the position of the Operating License Stage (category P) file for general technical items from the application for termination of the operating license onward.
1.       Application for authority to voluntarily surrender license.
2.       Application to dismantle the facility and dispose of component parts.
3.       Technical documents submitted in support of items 1 and 2, such as:    Decommissioning Plan, Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decommissioning.
4.       Documents relating to disposal of radioactive material and decontamination of the site.
5.       Other correspondence relating to above items.
6.       All documentation relating to the ongoing operation of the plan, formerly filed in category P.
X      ONSITE LOW-LEVEL WASTES STORAGE
This category contains items related to the onsite storage of low-level radioactive wastes generated onsite.
Y.     INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI)
This category contains documents with an NMSS license and/or a Docket-72 number. For installations on; a reactor site, the associated Docket-50 number will also be identified.
1.     License applications, licenses, amendments and proposed amendments to possess power reactor spent
fuel and other radioactive materials associated with spent storage in an independent spent fuel storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate
site.)
2.     All related correspondence and reports to the above.
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